GENERAL  ORDERS,  1  WAR  DEPARTMENT, 

>  Adjutant  General’s  Office, 

No.  174.  )  Washington,  June  12,  1863. 

The  name  of  the  enlarged  work  on  the  eastern  bank  of  the  Potomac, 
above  the  Chain  Bridge,  consisting  of  the  three  forts  now  known  as 
Forts  Alexander,  Franklin,  and  llipley,  now  united  into  one,  will  be 
called  Fort  Sumnf.r,  after  the  late  Major  General  E.  V.  Sumner,  who 
died  at  Syracuse,  New  York,  March  21,  1863. 

The  three  forts  above  named  and  incorporated  into  Fort  Sumner, 
will  be  hereafter  styled  Redoubt  Davis,  Redoubt  Kirby,  Redoubt 
Cross. 

The  new  fort  immediately  north  of  Fort  De  Kalb,  and  near  the 
Potomac,  will  be  called  Fort  C.  F.  Smith,  after  the  late  Major  General 
C.  F.  Smith,  who  died  at  Savannah,  Tennessee,  April  25,  1862,  of 
disease  contracted  in  the  service,  and  who  greatly  distinguished 
himself  at  the  battle  of  Fort  Donelson. 

The  new  fort  in  progress  behind  Fort  Cass  wrill  be  called  Fort 
WHIPPLE,  after  the  late  Major  General  Whipple,  who  died  at 
Washington,  D.  C.,  May  7,  1863,  of  wounds  received  at  the  battle  of 
Chancellorville,  Ya. 

The  new  fort  in  progress  at  Corbett’s  house,  between  Forts  Richard¬ 
son  and  Barnard,  will  be  called  Fort  Berry,  after  the  late  Major 
i  General  H.  G.  Berry,  who  was  killed  at  the  battle  of  Chancellorville, 

I  Ya.,  May  2,  1863. 

The  new  fort  in  progress  on  Traitor’s  Hill,  near  Fort  Worth,  wrill  be 
'  called  Fort  Williams,  after  the  late  Brigadier  General  T.  Williams, 
who  was  killed  at  the  battle  of  Baton  Rouge,  La  ,  August  5,  1862. 

The  battery  for  field  guns  near  Rock  creek,  east  side,  will  be  called 
Battery  Sill,  after  the  late  Brigadier  General  J.  W.  Sill,  who  was 
killed  at  the  battle  of  Murfreesboro’,  Tenn.,  December  31,  1862. 

. 

The  battery  for  field  guns  contiguous  to  and  in  advance  of  Fort 
I  Kearny  will  be  called  Battery  Terrill,  after  the  late  Brigadier 
General  W.  R.  Terrill,  who  was  killed  at  the  battle  of  Perryville, 

1  Kentucky,  October  8,  1862. 

By  order  of  the  Secretary  of  War  : 


E.  D.  TOWNSEND, 
Assistant  Adjutant  General. 


